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Time Slot Monitor 


TSM messages 


TSMO0000 Program has been loaded. 
TSMO0002 Invalid command. 
TSMO0003 Invalid parameter. 


TSM0004 x ts ig Fail on Cont Test: Link, Timeslot, IG. 
TSMO0005 Test aborted -- too many errors. 
TSMO0006 Test init failed clearing CM on ENW card. 


TSMO0007 LK CMD running. 
Action: Type ’END’ to abort. 
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